Acta Psychologica 68 (1988) 377-378 
North-Holland 


CONTENTS OF VOLUME 68 


Barron, F.H., Limits and extensions of equal weights in additive multiat- 
tribute models 

Batagelj, V., see V. Rajkovié 

Bohanec, M., see V. Rajkovié 

Borcherding, K. and D. von Winterfeldt, The effect of varying value 
trees on multiattribute evaluations 

Budescu, D.V., see T.S. Wallsten 

Butler, D. and G. Loomes, Decision difficulty and imprecise preferences 

Chu, P.-Y., H. Moskowitz and R.T. Wong, Robust interactive decision- 
analysis (RID): An overview 

Cvetkovich, G. and T.C. Earle, Judgment and hazard adaptation: A 
longitudinal study of responses to the risks of water contamination 

Dawes, R.M., A.J.C. van de Kragt and J.M. Orbell, Not me or thee but 
we: The importance of group identity in eliciting cooperation in 
dilemma situations: Experimental manipulations 

Dubois, D. and H. Prade, Modelling uncertainty and inductive in- 
ference: A survey of recent non-additive probability systems 

Dyson, J.W., see H.E. Purkitt 

Earle, T.C., see G. Cvetkovich 

Erev, I., see T.S. Wallsten 

I.N. Gallhofer, W.E. Saris and M. Schellekens, People’s recognition of 
political decision arguments 

Karlsson, G., A phenomenological psychological study of decision and 
choice 

Larichev, O.I., H.M. Moshkovich and S.B. Rebrik, Systematic research 
into human behavior in multiattribute object classification problems 

Loomes, G., see D. Butler _ 

Moshkovich, H.M., see O.I. Larichev 

Moskowitz, H., see P.-Y. Chu 

Orbell, J.M., see R.M. Dawes 

Ozernoy, V.M., Some issues in designing an expert system for multiple 
criteria decision making 

Pidgeon, N.F., Risk assessment and accident analysis 

Prade, H., see D. Dubois: 

Purkitt, H.E. and J.W. Dyson, An experimental study of cognitive 
processes and information in political problem solving 


0001-6918 /88 /$3.50 © 1988, Elsevier Science Publishers B.V. (North-Holland) 


143 
271 
4 271 
153 
39 
2 183 
4 255 
343 
4 83 
53 
329 | 
343 
39 
313 
7 
171 
183 
171 
255 
83 
237 | 
355 
53 | 
329 | 


378 Contents of volume 68 


Rajkovié, V., M. Bohanec and V. Batagelj, Knowledge engineering 
techniques for utility identification 

Rapoport, A., see R. Suleiman 

Rebrik, S.E., see O.I. Larichev 

Saris, W.E., see I.N. Gallhofer 

Schellekens, M., see I.N. Gallhofer 

Shanteau, J., Psychological characteristics and strategies of expert deci- 
sion makers 

Suleiman, R. and A. Rapoport, Environmental and social uncertainty in 
single-trial resource dilemmas 

Tack, W.H., New approaches in research on cooperative conflict resolu- 
tion by group decisions 

Teigen, K.H., The language of uncertainty 

Van de Kragt, A.J.C., see R.M. Dawes 

Van der Pligt, J., Applied decision research and environmental policy 

Vari, A. and J. Vecsenyi, Concepts and tools of artificial intelligence for 
human decision making 

Vecsenyi, J., see A. Vari 

Wallsten, T.S., D.V. Budescu and I. Erev, Understanding and using 
linguistic uncertainties 

Winterfeldt, D. von, see K. Borcherding 

Wong, R.T., see P.-Y. Chu 


4 
: 271 
99 
313 
313 

203 
99 
3 
113 

| 

83 

293 

217 

39 
153 

i 

: 

He 


